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The Space Debris Sensor (SDS) is a NASA experiment scheduled to fly aboard the International Space 
Station (ISS) starting in 2018. The SDS is the first flight demonstration of the Debris Resistive/Acoustic 
Grid Orbital NASA-Navy Sensor (DRAGONS) developed and matured at NASA Johnson Space Center’s 
Orbital Debris Program Office. The DRAGONS concept combines several technologies to characterize 
the size, speed, direction, and density of small impacting objects. With a minimum two-year operational 
lifetime, SDS is anticipated to collect statistically significant information on orbital debris ranging from 
50 um to 500 um in size. 


This paper describes the features of SDS and how data from the ISS mission may be used to update 
debris environment models. Results of hypervelocity impact testing during the development of SDS and 
the potential for improvement on future sensors at higher altitudes will be reviewed. 
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Il. The DRAGONS Concept (JCL) 
A. Impact Detection Method 
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C. Penetrator size estimation 
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D. Penetrator density estimation 
Space Debris Sensor (SDS) 
A. SDS description and location aboard ISS, including FoV (PAM) 
Isometric drawing of SDS/CEPA 
Location aboard Columbus EPF/SOX 
MAGIK fish-eye FoV 
B. Developmental Testing (EC, PAM: short synopsis of HVI testing) 
i. Impact location determination/accuracy (BC) 
Representative graphic, predicted vs. actual impact location, w/ error 
circle/ellipse 
ii. Trajectory & Velocity/accuracy (BC) 
iii. Penetrator size/accuracy 
a. Estimate from grid (FG) 
Representative graphic of AR 
b. Estimate from acoustic signal (rise time oc perimeter) (BC) 
iv. Penetrator density/accuracy (BC, JH) 
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C. Anticipated number-size distribution over two years (MM) 
Number-size distribution based on ORDEM 3.0 
D. SDS and the ORDEM environment (MM) 
Representative, existing charts 
SDS Follow-On Sensors and their Motivation (JCL) 
ORDEM 3.0 flux as a function of size for ISS orbit, HST orbit, and hi/low sun-synch orbits 
showing expected, higher flux at altitudes above ISS 
Conclusions (JH) 
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